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Gis adiy tied 


12 August 1976 


MEMORANDUM FOR: Deputy Director of Security (P§M) 
FROM > Deputy Director of Security (PTOS) 


SUBJECT : Entries for DD/A Log 
9 - 13 August 1976 


1. Representatives of iy STATINTL 
Rockville, Maryland, are continuing their safety and health 
inspection of the Printing and Photography Building. The 
inspection is being conducted in four phases, inventory 
of chemicals, ventilation, air sampling and noise exposure. 


2. <A representative of the Office of Security rendered 
assistance to the Compartmented Information Branch by 
interpreting the SI/TK security briefing for a deaf mute. 


3. Two members of the Office participated in a joint 
audio countermeasures equipment exercise with the Office 
of Technical Services on 11 August 1976. 
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